THE AUSTIN COMBINATION VISE 



Plate 722. 

No. 1, weight 10 pounds, 2 inch Jaw, opens 3 inches . . 

No. 2, weight 20 pounds. 

No. 3, weight 30 pounds, 3 inch Jaw, opens 5 inches . . 
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